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PANCHAYATI RAJ ENGINEERING DEPARTMENT 


SRI V . RAMA KRISHNA , DEPUTY EXECUTIVE ENGINEER (PR ) OF ZONE -I, NOW WORKING IN O /o . 

SUPERINTENDING ENGINEER , PR , SRIKAKULAM IS PERMITTED TO RETIRE VOLUNTARILY . 


Ref: - 1. G . O .Ms.No. 413 , Finance & Planning (FW . Pen . I) Department, dated 29 - 11 - 1977 . 

2 . Lr.No. A3/ 3599 /09, dated 22 -3 - 10 of Superintending Engineer, PR , Srikakulam . 
3. Application of the individual,dated 15 - 12 -09 . 


Proceedings No. D ( 1 )/ 2695 /96 . - Sri V. Rama Krishna , Deputy Executive Engineer (PR ) of Zone -I, Olo . 
Superintending Engineer, PR , Srikakulam , vide reference 3rd cited , requested to accord permission to retire from 
service on voluntarily w .e.f. 01 -05 -2010 F.N . 


The request of the individual was examined in detail and in pursuance of the orders issued by Government vide 
reference 1st cited , it is found that the individual has satisfied the conditions laid down in the G . O . 


Under Rule 43 of A .P. Revised Pension Rules , 1980 read with G .O .Ms.No.413 , Finance & Planning (FW .Pen .I) 
Department, dated 29 - 11 - 1977 , Sri V . Rama Krishna, Deputy Executive Engineer, (PR ) of Zone -1, Olo . Superintending 
Engineer, PR , Srikakulam , is hereby permitted to retire from service Voluntarily on the Fore Noon of 01 -05 -2010 . 


Hyderabad , 
29 - 4 - 2010 . 


B . SHYAM BABU , 
Engineer-in -Chief (PR ), Hyderabad. 
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